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in size were unprofitable to use on account of extra care required in handling. All drilling was done by hand. The rock was taken from the quarry by a guyed derrick with 40-foot boom, and loaded upon platform cars, on a track laid with a grade on which loaded cars ran by gravity to the dam, and the empties were pushed back by hand.
A trestle carrying the track along the curved down-stream face of the dam was supported on one side by the steps in the masonry. Upon the top of the dam were located two derricks with 40-foot booms similar to the quarry derrick. Each derrick was operated by a 10-ton hoisting-engine, located in an engine-house near the south end of the dam. The derricks on top of the dam took the rock from the cars on the lower